SUBJECT INDEX. 


Address. 
Annual — by the President. Some Fallacies in Methods of Fire- 
proofing. Richard L. Humphrey, 35. 


Advertisements. 
List of Advertisers, 863. 
List of Subjects Advertised, 865. 


Arches. 
Concrete Filled Steel—. Henry H. Quimby, 133. 


Aziscohos Storage Dam. 
Problems Encountered in Constructing the———. Seth A. 
Moulton, 274. 


Beams. (See also Web Reinforcement.) 
The Web Reinforcement of Concrete—. John Stephen Sewell, 
222. 


Discussion, 248. 


Binding Materials. (See also Cement.) 
Uniform Designation of —— Used for Concrete. Society of Hun- 
garian Engineers and Architects. 
Lime, 468. 
Hydraulic Lime, 469. 
Portland Cement, 470. For Tests see 484. 
Roman Cement, 470. For Tests see 473. 
Materials Producing Hydraulic Qualities, 471. 
Puzzuolan Cement, 472. 
Mixed Cement, 472. 


Bridges. 
Construction Problems: in Reinforced Concrete—. Walter M. 
Denman, 148. 
The Henry Hudson Memorial —. William H. Burr, 124. 


Building Construction. 
Comparative Cost and Maintenance of Various Types of ——. 
J. P. H. Perry, 433. 
Discussion, 445. 


Building Laws. (See also Regulations.) 
Report of Committee on Reinforced Concrete and ——, 420. 


53 (833) 











834 Supyect INDEX. 


Cement. (See also Binding Materials.) 
— Drain Tile Plant. Layout and Operation. C. M. Powell, 770. ; 
Discussion, 788. i 
Resolutions Governing the Uniform Transportation and Examina- 


tion of Portland—. Society of Hungarian Engineers and Archi- 
tects, 484. 

Resolutions Governing the Uniform Transportation and Examina- 
tion of Roman—. Society of Hungarian Engineers and Archi- 
tects, 473. 

Resolutions Relative to the Transportation and Examination of 
Trass—. Society of Hungarian Engineers and Architects, 635. 


The Relation of the Lime Content of —to the Durability of Con- 
crete. H. S. Spackman, 640. 
Discussion, 645. 
Topical Discussion on — Products, 792. 
Tufa— Concrete. J. B. Lippincott, 624. 
Discussion, 634. 
Uniform Designation of —. Society of Hungarian Engineers and 
Architects. 
Portland Cement, 470. 
Puzzuolan Cement, 472. 
Roman Cement, 470. 


Cement Products. 


Report of Committee on Building Blocks and ——, 760. 
Topical Discussion on ——, 792. 
Coal Breaker. 
The Taylor Concrete ——. R. D. Richardson, 371. 
Compressed Air. 
The Use of ——in Handling Mortars and Concrete. G. L. Prentiss, 
504, 


Concrete. (See also Reinforced Concrete.) 
— Construction. Testimony of the Roman Forum and Some Mod- 
ern Examples. Alfred Hopkins, 311. 
— Filled Steel Arches. Henry H. Quimby, 133. 
A Discussion of the Basis of Design for Reinforced — Floor Slabs. 
Arthur R. Lord, 180. 
Discussion, 188. 
An Incident of the Value of —in Reducing the Cost of Insurance. 
Emile G. Perrot, 121. 
A Test of a Flat Slab Floor in a Reinforced — Building. Arthur 
R. Lord, 156. 
Analysis of Results of Load Tests on Panels of Reinforced — 
Buildings. Emile G. Perrot, 216. 
Construction Problems in Reinforced — Bridges. Walter M. 
Denman, 143. 








Suspsect INDEX. 


Concrete (Continued). 








Dustless — Floors. L. C. Wason, 715. 
Discussion, 721. 
Moving Forms for Reinforced — Storage Bins. James MacDonald, 
544. 
Regulation Relative to Design and Construction in Reinforced —. 
Society of Hungarian Engineers and Architects, 450. _ 
Reinforced —Schools. John T. Simpson, 344. 
Report of Committee on Reinforced — and Building Laws, 420. 
Report of Committee on Treatment of — Surfaces, 552. 
Discussion, 597. 
Rules for the Preparation of —. Society of Hungarian Engineers 
and Architects, 495. 
Some Special Uses of —in Mining. George S. Rice, 407. 
Some Thermal Properties of —. Charles L. Norton, 78. 
Discussion, 91. 
Standard Specifications for Scrubbed — Surface, 594. 
The Calculation of Reinforced —Flat Plates Supported by Four 
Columns. L. J. Mensch, 205. 
The Effect of Electrolysis on Metal Embedded in—. Cloyd M. 
Chapman, 647. 
Discussion, 658. 
The Insulation of —, Especially Below Grade. Edward W. De- 
Knight, 661. 
The Measurement of — Construction. Robert A. Cummings, 503. 
The Preparation and Handling of —. H. M. Cryder, 531. 
The Relation of the Lime Content of Cement to the Durability 
of—. H.S. Spackman, 640. 
Discussion, 645, 
The Spouting of —. Fred E. Engstrum, 522. 
The Taylor — Coal Breaker. R. D. Richardson, 371. 
The Use of Compressed Air in Handling Mortars and—. G. L. 
Prentiss, 504. 
The Use of Reinforced —for Hospitals and Similar Structures. 
R. A. MeColloch, 328. 
The Use of Reinforced —in Sea Water. Raymond Baffrey, 383. 
Discussion, 401. 
The Web Reinforcement of — Beams. John Stephen Sewell, 222. 
Discussion, 248. 


Topical Discussion on —and Reinforced —, 423. 
Topical Discussion on Treatment of — Surfaces, 609. 
Tufa—. J. B. Lippincott, 624. 


Discussion, 634. 
Uniform Designation of Binding Materials Used in the Preparation 
of —. Society of Hungarian Engineers and Architects, 468. 
Use of Reinforced—in San Francisco and Vicinity. John B. 
Leonard, 357. 








836 Supsror INDEX. 


Convention. 
Exhibitors of Foreign Photographs, Seventh —, 34. 
Local Committee on Arrangements, Seventh —, 33. 
Official Delegates, Seventh —, 31. 
Register of Attendance, Seventh —, 818. 
Summary of Proceedings, Seventh —, 15. 


Cost. 
An Incident of the Value of Concrete in Reducing the — of Insur- 
ance. Emile G. Perrot, 121. 
Comparative —and Maintenance of Various Types of Building 
Construction. J. P. H. Perry, 433. 
Discussion, 445. 


Curb. 
Some New Methods in Sidewalk and—and Gutter Construction. 
Jerome B. Landfield, 727. 


Dams. 
Problems Encountered in Constructing the Aziscohos Storage —. 
Seth A. Moulton, 274. 


Design. 
Discussion of the Basis of — for Reinforced Concrete Floor Slabs. 
Arthur R. Lord, 180. 
Discussion, 188. 
Regulation Relative to —and Construction in Reinforced Concrete. 
Society of Hungarian Engineers and Architects, 450. 


Discussion. 

—on Basis of Design for Reinforced Concrete Floor Slabs. Arthur 

R. Lord, 180. 
Discussion, 188. 

—on Cement Drain Tile Plant, 788. 

—on Comparative Cost and Maintenance of Various Types of 
Building Construction, 445. 

—on Dustless Concrete Floors, 721. 

—on Effect of Electrolysis on Metal Embedded in Concrete, 658. 

—on Relation of Lime Content of Cement to the Durability of 
Concrete, 645. 

—on Report of Committee on Treatment of Concrete Surfaces, 
597. 

—on Thermal Properties of Concrete, 91. 

—on Tufa Concrete, 634. 

—on Use of Reinforced Concrete in Sea Water, 401. 

—on Waterproofing with Water, 677. 

—on Web Reinforcement of Concrete Beams, 248. 

Topical — on Cement Products, 792. 





ns ene 








Supsecr INDEX. 837 


Discussion (Continued). 
Topical — on Concrete and Reinforced Concrete, 423. 
Topical — on Roadways, Sidewalks and Floors, 741. 
Topical —on Treatment of Concrete Surfaces, 609. 
Topical — on Waterproofing of Sewers, 690. 


Drain Pipe and Tile. (See alsc Tile.) 
Proposed Standard Specifications for ———-—, 761. 


Executive Board. 
Minutes of Meetings of the — —, 814. 
Report of the ——, 809. 


Electrolysis. 
The Effect of —on Metal Embedded in Concrete. Cloyd M. 
Chapman, 647, t 
Discussion, 658. . 


Fireproofing. 
Report of the Committee on —, 102. 
Some Fallacies in Methods of —. Richard L. Humphrey, 35. 


Fire Protection. 
The National — — Association and Its Work. W. H. Merrill, 72. 


Flat Slabs. 
See Slabs. 


Floors. 
A Discussion of the Basis of Design for Reinforced Concrete — 
Slabs. Arthur R. Lord, 180. 
Discussion, 188. 
A Test of a Flat Slab—in a Reinforced Concrete Building. 
Arthur R. Lord, 156. 


Dustless Concrete —. L. C. Wason, 715. 
Discussion, 721. 
Report of the Committee on Roadways, Sidewalks and —, 714. 
Topical Discussion on Roadways, Sidewalks and —, 741. 
Forms. 


Moving —for Reinforced Concrete Storage Bins. James _Mac- 
Donald, 544. 


Gutter. 


Some New Methods in Sidewalk and Curb and — Construction. 
. Jerome B. Landfield, 727. 


Handling. (See also Spouting.) 


The Use of Compressed Air in — Mortars and Concrete. G. L. 
Prentiss, 504. 


The Preparation and — of Concrete. H. M. Cryder, 531. 








838 Suspsect INDEX. 


Hospitals. 
The Use of Reinforced Concrete for—and Similar Structures. 
R. A. McColloch, 328. 


Hudson. 
* The Henry — Memorial Bridge. William H. Burr, 124. 


Hydraulic Materials. 
See Binding Materials. 


Insurance. 
An Incident of the Value of Concrete in Reducing the Cost of —. 
Emile G. Perrot, 121. 
Report of Committee on —, 108. 


Insulation. (See also Waterproofing.) 
The—of Concrete, Especially Below Grade. Edward W. De- 
Knight, 661. 


Lime. (See also Binding Materials.) 
The Relation of the—Content of Cement to the Durability of 
Concrete. H. S. Spackman, 640. 
Discussion, 645. 


Load Tests. (See also Tests.) 
Analysis of Results of ——on Panels of Reinforced Concrete 
Buildings. Emile G. Perrot, 216. 


Measurement. 
The — of Concrete Construction. Robert A. Cummings, 503. 


Methods. 
Some Fallacies in—of Fireproofing. Richard L. Humphrey, 35. 
Some New—in Sidewalk and Curb and Gutter Construction. 
Jerome B. Landfield, 727. 


Mining. 
Some Special Uses of Concrete in—. George S. Rice, 407. 


Minutes. 
—of Meetings of the Executive Board, 814. 


Mortar. (See also Stucco.) 
The Use of Compressed Air in Handling —and Concrete. G. L. 
Prentiss, 504. 


National Association of Cement Users. 
By-Laws, 11. 
Charter, 10. 
List of Advertisers, 863. 














Supyect INDEX. 839 


National Association of Cement Users (Continued). 
List of Subjects Advertised, 865. 
Minutes of Meetings of the Executive Board, 814. 
Personnel of Officers, 6. 
Personnel of Past Officers, 9. 
Personnel of Sectional Committees, 78. 
Register of Attendance, 818. 
Report of Executive Board, 809. 


National Fire Protection Association. 
————and Its Work. W. H. Merrill, 72. 


Natural Cement. 
See Cement. 


Panels. (See also Slabs.) 
Analysis of Results of Load Tests on—of Reinforced Concrete 
Buildings. Emile G. Perrot, 216. 


Plates. (See also Slabs,) 
The Calculation of Reinforced Concrete Flat — Supported by Four 
Columns. L. J. Mensch, 205. 


Portiand Cement. 
See Cement. 


Presidential Address. 
See Address. . 


Proceedings. 
Summary of — of Seventh Convention, 15. 


Publications. 
List of —, 851. 


Puzzuolan Cement. 
See Cement. 


Regulations. (See also Building Laws.) 
— Relative to Design and Construction in Reinforced Concrete. 
Society of Hungarian Engineers and Architects, 450. 


Reinforced Concrete. 
A Discussion of the Basis of Design for—-— Floor Slabs. Arthur 
R. Lord, 180. 
Discussion, 188. 


Analysis of Results of Load Tests on Panels of —— Buildings. 
Emile G. Perrot, 216. 
A Test of a Flat Slab Floor in a—— Building. Arthur R. Lord, 


156. 











840 Sussyecr INDEX. 


Reinforced Concrete (Continued). 


Construction Problems in —— Bridges. Walter M. Denman, 143. 

Moving Forms for—-— Storage Bins. James MacDonald, 544. 

——Schools. John T. Simpson, 344. 

Report of Committee on —— and Building Laws, 420. 

Regulation Relative to Design and Construction in——. Society 
of Hungarian Engineers and Architects, 450. 

The Calculation of —— Flat Plates Supported by Four Columns. 
L. J. Mensch, 205. 

The Use of ——in Sea Water. Raymond Baffrey, 383. 

Discussion, 401. 

Topical Discussion on Concrete and — —, 423. 

The Use of ——for Hospitals and Similar Structures. R. A. Mc- 
Colloch, 328. 

Use of ——Zin San Francisco and Vicinity. John B. Leonard, 357. 


Reinforcement. 
Notes on Web—. Peter Gillespie, 261. 
The Web— of Concrete Beams. John Stephen Sewell, 222. 
Discussion, 248. 


Reports. 
—of Committee on Fireproofing, 102. 
—of Committee on Insurance, 103. 
— of Committee on Reinforced Concrete and Building Laws, 420. 
— of Committee on Roadways, Sidewalks and Floors, 714. 
—of Committee on Building Blocks and Cement Products, 760. 
—of Committee on Treatment of Concrete Surfaces, 552, 

Discussion, 597. 


Roadways. 
Report of Committee on —, Sidewalks and Floors, 714. 
Topical Discussion on —, Sidewalks and Floors, 741. 


Roman Forum. 
Concrete Construction. Testimony of the ——and Some Modern 
Examples. Alfred Hopkins, 311. 


Roman Cement. 
See Cement. 


San Francisco. 


Use of Reinforced Concrete in—-—and Vicinity. John B. 
Leonard, 357. 
Schools. 


Reinforced Concrete—, John T. Simpson, 344, 





























Supsect INDEX. 841 


Sea Water. 
The Use of Reinforced Concrete in ——. Raymond Baffrey, 383. 
Discussion, 401. 


Sewers. 
Topical Discussion on Waterproofing of —, 690. 


Sidewalks. 
Report of Committee on Roadways, — and Floors, 714. 
Some New Methods in—and Curb and Gutter Construction. 
Jerome B. Landfield, 727. 
Topical Discussion on Roadways, — and Floors, 741. 


Slabs. 
A Discussion of the Basis of Design for Reinforced Concrete 
Floor —. Arthur R. Lord, 180. 
Discussion, 188. 
A Test of a Flat—Floor in a Reinforced Concrete Building. 
Arthur R. Lord, 156. 


Specifications. 
Proposed Standard —for Architectural Concrete Stone, 766. 
Proposed Standard — for Concrete Drain Pipe and Tile, 761. 
Proposed Standard — for Portland Cement Stucco, 586. 
Standard — for Scrubbed Concrete Surface, 594. 


Spouting. (See also Handling.) 
The — of Concrete. Fred E. Engstrum, 522. 


Steam Curing. (See also Topical Discussion on Cement Products.) 
Additional Notes on—-— Plants. F. S. Phipps, 789. 


Steel. (See also Reinforcement.) 
Concrete Filled — Arches. Henry H. Quimby, 133. 


Storage Bins. 
Moving Forms for Reinforced Concrete——. James MacDonald, 
544, 


Stucco. 
Proposed Standard Specifications for Portland Cement —, 586. 


Summary. 
—of Proceedings of Seventh Convention, 15. 


Surfaces. 
Report of the Committee on Treatment of Concrete —, 552. 
Discussion, 597. 
Standard Specification for Scrubbed Concrete —, 594. 
Topical Discussion on Treatment of Concrete Surfaces, 609. 








$42 SuBsyect INDEX. 


Taylor Concrete Coal Breaker. 
The ————. R. D. Richardson, 371. 


Test. (See also Load Tests.) 
A—of a Flat Slab Floor in a Reinforced Concrete Building. 
Arthur R. Lord, 156. 


Thermal Properties. . 
Some —— of Concrete. Charles L. Norton, 78. 
Discussion, 91. 


Tile. 
Cement Drain—Plant. Layout and Operation. C. M. Powell, 770. 
Discussion, 788. 
Proposed Standard Specifications for Concrete Drain Pipe and —, 
761. 


Topical Discussion. 
See Discussion. 


Trass. 
Resolutions Relative to the Transportation and Examination of —. 
Society of Hungarian Engineers and Architects, 635. 


Tufa. (See also Binding Materials.) 
—Concrete. J. B. Lippincott, 624. 
Discussion, 634. 


Tunnels. 
The Waterproofing of —. A. H. Harrison, 667. 


Water. (See also Sea Water.) 
Waterproofing with—. Cloyd M. Chapman, 672. 
Discussion, 677. 


Waterproofing. (See also Insulation.) 
— with Water. Cloyd M. Chapman, 672. 
Discussion, 677. 
The—of Tunnels. A. H. Harrison, 667. 
Topical Discussion on — of Sewers, 690. 


Web Reinforcement. 
Notes on——. Peter Gillespie, 261. 
The —— of Concrete Beams. John Stephen Sewell, 222. 
Discussion, 248. 














AUTHOR INDEX. 


Allen, Kenneth. ‘ 
Discussion, 701. 


Anderson, Robert. 
Discussion, 660. 
Atwood, P. H. 
Discussion, 616, 747, 753, 755. 


Baffrey, Raymond. 
The Use of Reinforced Concrete in Sea Water, 383. 


Ballinger, W. F. 
Discussion, 446, 609. 


Bates, P. H. 
Discussion, 403, 599, 658. 


Benson, N. D. 
Discussion, 748, 751. 


Berry, H. C. 
Discussion, 248. 


Birnie, A. C. 
Discussion, 749. 


Boyd, R. W. 
Discussion, 724. 


Boyer, Edward 
Discussion, 


1 O 


bo 


Boyer, S. F. 
Discussion, 751. 

Boynton, C. W. 
Report of Committee on Roadways, Sidewalks and Floors, 714. 
Discussion, 604, 726, 744, 746, 747, 748, 750, 754, 755, 793, 795, 802. 


Brazer, G. H. 
Discussion, 99, 201. 
Burr, William H. 
The Henry Hudson Memorial Bridge, 124. 


(843) 











844 Autuor INDEX. 


‘Case, C. J. 
Discussion, 756. 


Chandler, Dana G. 
Discussion, 806. 


Chapman, Cloyd M. , 
The Effect of Electrolysis on Metal Embedded in Concrete, 647. 
Waterproofing with Water, 672. . 
Discussion, 91, 97, 100, 645, 658, 659, 677, 678. 


Cryder, H. M. 
The Preparation and Handling of Concrete, 531. 


Cummings, Robert A. 
The Measurement of Concrete Construction, 503. 
Discussion, 96, 100. 


DeKnight, Edward W. 
The Insulation of Concrete, Especially Below Grade, 661. 


Denman, Walter M. 
Construction Problems in Reinforced Concrete Bridges, 1435. 
Discussion, 621, 622. 


Engstrum, Fred E. 
The Spouting of Concrete, 522. 


Evans, George R. 
Discussion, 757. 


Fox, Benjamin. 
Discussion, 190. 


Centhner, William. 
Discussion, 744, 745, 746, 754, 756. 


Gill, J. Robert. 
Discussion, 604, 617, 804, 805, 807. 


Gillespie, Peter. 
Notes on Web Reinforcement, 261. 


Goldenberg, Maurice. 
Discussion, 251. 


Guay, T. J. 
Discussion, 745, 752. 


Ham, William H. 
Report of the Committee on Insurance, 103. 
Discussion, 195, 201, 426, 445, 447, 449, 758. 














AuTHor LNDEX. 845 


Hammond, George T. 
Discussion, 690. 


Harrison, A. H. 
The Waterproofing of Tunnels, 667. 


Havlick, Robert. 
Discussion, 603, 606. 


Hering, Rudolph. 
Discussion, 699. 


Hilles, R. W. 
Discussion, 725. 


Holt, Thomas S. 
Discussion, 616, 617, 621. 


Hopkins, Alfred. 
Concrete Construction. Testimony of the Roman Forum and Some 
Modern Examples, ‘311. 


Hudson, P. S. 


Report of the Committee on Building Blocks and Cement Products, 
760. 


Humphrey, Richard L. 
Annual Address by the President. Some Fallacies in Methods of 
Fireproofing, 35. 
Discussion, 94, 97, 98, 99, 100, 405, 601, 603, 605, 607, 611, 615, 659, 
687, 688, 804, 805, 808. 


Kaufman, Gustav. 
Discussion, 712. 


Ketchin, A. J. 
Discussion, 724, 726. 


Landfield, Jerome B. 


Some New Methods in Sidewalk and Curb and Gutter Construction, 
727. 
Discussion, 743, 745, 746, 750. 


Larned, E. S. 
Discussion, 678, 724. 


Leonard, John B. 
Use of Reinforced Concrete in San Francisco and Vicinity, 357. 


Lewis, Myron H. 
Discussion, 645, 679, 687, 748, 749, 753, 754. 








846 AUTHOR INDEX. 


Lindau, Alfred E. 
Report of the Committee on Reinforced Concrete and Building 
Laws, 420. 
Discussion, 424. 


Lindsey, C. E. 
Discussion, 806. 


Lippincott, J. B. 
Tufa Concrete, 624. 


Lord, Arthur R. 
A Test of a Flat Slab Floor in a Reinforced Concrete Building, 156. 
A Discussion of the Basis of Design for Reinforced Concrete Floor 
Slabs, 180. 
Discussion, 191, 194. 


Losse, Louis H. 
Discussion, 788 


MacDonald, James. 
Moving Forms for Reinforced Concrete Storage Bins, 544. 


MacEvoy, C. F. 
Discussion, 721, 722, 741, 743, 744, 751, 753. 


, 


MacMillan, A. B. 
Discussion, 188. 


McColloch, R. A. 
The Use of Reinforced Concrete for Hospitals and Similar Struc- 
tures, 328. 


Mehren, E. J. 
Discussion, 597. 


Mensch, L. J. 
The Calculation of Reinforced Concrete Flat Plates Supported by 
Four Columns, 205. 
Discussion, 202. 


Merrill, W. H. 
The National Fire Protection Association and Its Work, 72. 


Miller, Rudolph P. : 
Report of the Committee on Fireproofing, 102. 
Discussion, 96, 101. 


Moulton, Seth A. 
Problems Encountered in Constructing the Aziscohos Storage Dam, 
274. 











AutTHorR INDEX. 847 


Newton, W. M. 
Discussion, 617, 620. 


Norton, Charles L. 
Some Thermal Properties of Concrete, 78 
Discussion, 91, 92, 938, 96, 97. 


Olde, F. 
Discussion, 805. 


Parry, Oliver Randolph. 
Discussion, 613. 


Perrot, Emile G. 
An Incident of the Value of Concrete in Reducing the Cost of In- 
surance, 121. 
Analysis of Results of Load Tests on Panels of Reinforced Con- 
crete Buildings, 216. 


Perry, J. P. H. 


Comparative Cost and Maintenance of Various Types of Building 
Construction, 433. 
Discussion, 446. 


Phillips, W. B. 
Discussion, 191. 


Phipps, F. S. 
Additional Notes on Steam Curing Plants, 789. 
Discussion, 801. 


Pierson, G. N. 
Discussion, 792, 795. 


Pitkethly, David T. 
Discussion, 710. 


Powell, C. M. 
Cement Drain Tile Plant. Layout and Operation 
Discussion, 788. 


a 
, 770. 


Prentiss, G. L. 
The Use of Compressed Air in Handling Mortars and Concrete, 504. 


Price, M. 
Discussion, 750. 


Prince, George. 
Discussion, 611, 617, 751, 757. 











848 AutHor INDEX. 


Quimby, Henry H. 
Concrete Filled Steel Arches, 133. 
Discussion, 610, 611,, 618, 620, 622. 


Rice, George S. 
Some Special Uses of Concrete in Mining, 407. 


Richardson, A. E. 
Discussion, 616. 


Richardson, R. D. 
The Taylor Concrete Coal Breaker, 371. 


Riedel, J. R. 
Discussion, 707. 


Schouler, W. W. 
Discussion, 721, 746, 750, 751, 752. 


Sewell, John Stephen. 
The Web Reinforcement of Concrete Beams, 222. 
Discussion, 259. 


Simpson, John T. 
Reinforced Concrete Schools, 344. 


Society of Hungarian Engineers and Architects. 

Regulations Relative to Design and Construction in Reinforced 
Concrete, 450. 

Resolutions Relative to the Uniform Designation of the Binding 
Materials Used in the Preparation of Concrete, and Other Reso- 
lutions Governing the Uniform Transportation and Examination 
of Cements, 468. 

Resolutions Relative to the Transportation and Examination of 
Trass, 635. 


Spackman, H. S. 
The Relation of the Lime Content of Cement to the Durability of 
Concrete, 640. 
Discussion, 405, 601, 634, 645, 788, 803. 


Stagg, Charles J. 
Discussion, 742, 758. 


Stimpson, H. T. 
Discussion, 806. 


Talbot, A. N. 
Discussion, 191, 429, 430. 











Autuor INDEX. 849 


Taylor, Harry A. 
Discussion, 679. 


Thompson, Sandford E. 
Discussion, 93, 94, 192, 424. 


Trego,,Edward A. 
Discussion, 610, 615. 


Vinton, T. M. 
Discussion, 723. 
Wason, L. 
Dustless Concrete Floors, 715. 


Report of Committee on Treatment of Concrete Surfaces, 552. 
Discussion, 91, 423, 448, 449, 597, 598, 603, 646, 721, 722, 723, 724. 


Watson, Charles D. 
Discussion, 429, 792. 


Webber, Fred G. 
Discussion, 619, 622. 


Wig, Rudolph J. 
Discussion, 401, 405, 597, 598, 599, 600, 602, 607, 645, 677, 687, 801, 
802, 804, 805, 806. 


Wight, Frank C. 
Discussion, 612. 


Woolson, Ira H. 
Discussion, 91, 92, 95, 97, 98, 756, 758. 





